Unconsolidated Total pay 

FTE Pay point Salary (£ payment (£ £ 
18,389 18,389 
18,934 18,934 

19,496 19,496 


Unconsolidated Total pay 

SCOGG FTE Paypoint payment (£ £ 
44,379 444 44,823 

45,732 - 45,732 

46,654 - 46,654 


* Input your paypoint for 19/20, as provided from most recent communication of 
your salary for 19/20, as well as your FTE (1 for full time members of staff or 
pro-rated for part time) 


** The above calculation relates only to Gross pay. This does not take any 
account of any changes in contractual allowances or make any provision for 
changes in tax band, pension contributions or National Insurance 


